Harkness  Chapel,  Connecticut  College, 
New  London,  Conn. 


HARKNESS  CHAPEL  at  Connecticut  College,  New  Lon- 
don, Conn  ,  was  built  in  1940,  as  the  gift  of  Mrs  Mary 
Stillman  Harkness  of  Waterford,  Conn.,  and  Nfew  York 
Morning  chapel,  Sunday  services,  organ  recitals,  and  many 
of  the  College's  special  events  are  held  here  Harkness 
Chapel  is  a  well-remembered  landmark  on  the  campus  of 
Connecticut  College.    (Photo  by  Wm.  C  Peckl 
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